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PRESENTS!! 


We are pleased to present an ALL NEW laboratory 
power supply designed for powering vacuum tube 
circuitry and for other medium voltage applications. 
This is a COMPACT, light and portable unit 
featuring advanced HYBRID circuitry. The unit is 
fully transistorized except for the series regulators 
which are premium type long life tubes. HIGH 
EFFICIENCY and outstanding reliability are 
achieved in this unique Deltron design. 
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WISSAHICKON AVENUE 
NORTH WALES , PA. 19454 


















